Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 


Dorsetshire 
Bulk Carrier - 79,513 d.w.t. 
(ex Atlantic Bridge) 


Autumn 1977 


(13/10/1977) 


Captain Weir R 
Chief Eng Officer McCarthy J.S 


McKenna F.D 2nd Eng Officer 
Kachno A 3rd Eng Officer 
Corlett R.M 4th Eng Officer 
Beale J.H 5th Eng Officer 
Cooke R.F Jnr Eng Officer 
Hay |.D Electrical Officer 
Whitefoot-Greenland T. 


C.P.O 
Carpenter 
Cook 
Storekeeper 
Petty Officer 


Mukherjee K.R 
Nicholas D.F 
Rahman D 
Chakraborty A.K 
Paul M.N 





Winter 1977 


(15/03/1978) 


Moore T.R 
Baker Miss N.C 
Head G.R 
Macnicol D.H 
Mallett J.W 
James J.H 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Petty Officer 


Hartley M.W.R 
O'Brien T.H 
Sillars R.M 
Price D.A 

Gall F.R 
Robbins K 


Captain Grey E.H 
Chief Eng Officer Baker | 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 


Lawson A.E 
Chakraborty 
Chakraborty A.K 
Rahman D 

Paul M.N 





Selby C.G 
Sillars R.M 
Edward D 

Sefton A.K 
Charlton T 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1978 


(27/09/1978) 


Captain Boyle P 
Chief Eng Officer Crowe W 





Addinall J 2nd Eng Officer Webster A.D.C 
Kachno A 3rd Eng Officer Willoughby B 
Gillett R.B 4th Eng Officer Quayle G.T 
Wood R.A Jnr Eng Officer Whitten S.J 
Spiers W.J Jnr Eng Officer Fairhurst F.W 
Fraser G.J Electrical Officer Robbins K 
Cook R.C 
Kays W.H 
C.P.0 Chakraborty G.C 
P.O. Bose S.C 
P.O. Sing D 
Carpenter Nicholas D.F 
Cook Mohammed T 
Spring 1979 
(30/04/1979) 
Captain Underhill G.V 
Chief Eng Officer Baker | 
Hardy P.S 2nd Eng Officer Turner W.G 
Harris S.N 3rd Eng Officer Smith J.M 
Haigh R.A 4th Eng Officer Quayle G.T 
Hook J.P Jnr Eng Officer Mullarkey J.M 
Shaw P.J Jnr Eng Officer Emmins C 
Stanway P Engineer Cadet Barker R.C 
Kennedy J.R Engineer Cadet Cambell J.C 
Electrical Officer Campbell N.C 
C.P.0 Dutta A.K 
P.O. Konar H.N 
P.O. Roy M.R 
Carpenter Hughes (ch) P 
Cook Gomes L.D 
Storekeeper Edris 





Autumn 1979 


(26/09/1979) 


Captain Boyle P 
Chief Eng Officer Green H 





Chief Officer Marshall N.S 2nd Eng Officer Jones F.J 
2nd Officer Burnett A.D 3rd Eng Officer Britton M.A 
3rd Officer McGrath D.M.E 4th Eng Officer Hunt W.L 
Deck Cadet Macnicol D.H Jnr Eng Officer Williamson E.F 
Deck Cadet Wilkinson J.M Jnr Eng Officer Hyde P.J 

Radio Officer Fell A.E Electrical Officer Hall J.L 

Purser Kimberley D 
C.P.O0 Dutta A.K 
Cook Gomes L.D 
Spring 1980 
(26/03/1980) 
Captain Grey E.H 
Chief Eng Officer McCarthy J.S 

Chief Officer Farquhar D.C.S 2nd Eng Officer Green F.R 
2nd Officer Partridge J.S 3rd Eng Officer Disley P.M 
3rd Officer Feast A 4th Eng Officer Emmins C 

Radio Officer Howard P.R Jnr Eng Officer Ford S.J.F 
Purser Blackhurst D Engineer Cadet Rowse D.F 
Engineer Cadet Mackie A.J 

Electrical Officer Stobbart D 


C.P.0 DasR 
Carpenter Tregidgo A.J 
Cook Singh P.N 
Storekeeper Ahmed M 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Summer 1980 


Captain King M.G 


Chief Eng Officer Collins R.H 





Duffield D.R 2nd Eng Officer Hartley M.R.W 
Foster S 3rd Eng Officer Pear S.M 
Burslem D.L 4th Eng Officer Billinge D 
Singleton G.H Jnr Eng Officer Hossack I.K 
Smith K.D Jnr Eng Officer Latham C.| 
Kimberley D Engineer Cadet Taylor P.R 
Electrical Officer Johansson J.D 
C.P.0 DasR 
Cook Singh P.N 
Spring 1981 
(21/05/1981) 
Captain Marsh D.G 
Chief Eng Officer Collins R.H 
Southby M 2nd Eng Officer Burke C 
Gunn J.S 3rd Eng Officer Wilburn R.M 
Hook J.P 4th Eng Officer Graham K 
Drew J.D Jnr Eng Officer Hassall C.M 
Hughes C.R Jnr Eng Officer Whitten S.J 
Ormrod W.R Engineer Cadet Windle D.G 
Chadwick D.H Engineer Cadet Whittaker M 
Electrical Officer Errington C 
C.P.0 AichA.K 
Cook Toyab 


Storekeeper Rahman M 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

‘rainee Radio Officer 
Purser 


Autumn 1981 


(21/10/1981) 


Captain Horn M.J 
Chief Eng Officer Collins R.H 





Marshall N.S 2nd Eng Officer Eccles W.G.A 
Foster S 3rd Eng Officer Findlay K.W 
Hume M.S 4th Eng Officer Morris T 
Stephens A.D Jnr Eng Officer Herd P.M 
Holgate R.A Jnr Eng Officer Hyde P.J 
Thornton P.S Engineer Cadet Mackie A.J 
Thomas P.E Electrical Officer Jackson D.H 
McNeil R 
C.P.0 DasG.S 
Carpenter Nicholas D.F 
Cook Narayan S.P 
Storekeeper John M 
Spring 1982 
(06/04/1982) 
Captain Horn M.J 
Chief Eng Officer Collins R.H 
Sullivan L.M 2nd Eng Officer Packer C.R 
Clark C.N 3rd Eng Officer Pritchard S.L 
Hart M.H 4th Eng Officer Johnson H.C 
Palethorpe J.G Jnr Eng Officer Hossack I.K 
Nash M.S Engineer Cadet Taylor M.J 
McNeil R Engineer Cadet Houghton A.J 


Electrical Officer 


Meacock R.N 


C.P.0 Gupta S.D 
Cook Singh P.N 
Storekeeper Manuel J 


Autumn 1982 


(27/09/1982) 


Captain Marsh D.G 
Chief Eng Officer Twamley D.G 


Chief Officer Lowe J.H 2nd Eng Officer Jones F.J 
2nd Officer Mallett J.W 3rd Eng Officer Ramsey A.V 
3rd Officer Osbourne M.W 4th Eng Officer Powell A.K 
Deck Cadet Kelly F.J.C Jnr Eng Officer Davis P.E 
Deck Cadet Thornton P.S Engineer Cadet Keighley A.J 

Radio Officer Walker M.J Engineer Cadet Jones M.| 


Electrical Officer Brown G 
C.P.0 Dewan D.K 
Cook ToyabA 
Storekeeper Biswas J.B 


